My War Memories, 1914-1918
German leadership had once more manifested its superiority. The German troops, carrying their Allies with them, had beaten a strong enemy through bold, independent action. Where we were on the defensive, the enemy had been successful only by employing masses of technical war material. Where that factor was absent, the German once more proved his superiority.
On all sectors of the vast front the German Army, as indeed every man individually, had given of its best, literally to the last ounce. This alone had made victory possible, a victory the laurels of which world-history will award to the German soldier. We now urgently needed a rest. The Army had been fought to a standstill and was utterly worn out.
The enemy, too, seemed weary. But they still had the strength to deliver their so successful blow near Verdun. Their superiority in numbers enabled them to relieve their troops more frequently. We had to reckon with their speedy recovery.
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